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1973 INDEX 


Volume 47, Numbers 1 through 24 inclusive 


This index consists of two parts—a subject index 
and an author index. The following regular sections 
or features of Hospitals have not been indexed: 


BOOK REVIEWS, CALENDAR OF ASSOCIATION AND ALLIED MEETINGS 
CYCLE MENUS, DEATHS, EQUIPMENT AND SUPPLY REVIEW, PERSONNEL CHANGES 


Abbreviations Subject Index 


Ja—January A 


F—February ABORTION 


Mr—March American Civil Liberties Union suit seeks abortions in St. 
A April Louis public hospitals. (N) S 16-116 , 
p pri American College of Obstetricians and Gynecologists issues 
Mv—M guidelines for first-trimester abortions. (N) Ap 1-205 
y ay Boston prelate indicts court’s abortion decision. (N) My 16-170 
J Catholic Hospital Association reacts to abortion ruling. (N) 
e—June Mr 1-167 
Jl—Jul Court orders city hospital to perform abortions: Virginia, 
uly pelinn. (N) ° 1-110 , , re 
ederal a t rules h ital may refuse abortions. 
Ag—August en — court rules hosp y 
S—September oe urged to develop abortion program. 
O—October Minois, Massachusetts enact conscience clause legislation. (N) 
Law of consent and abortion in California. (Bernstein) F 1-132 
N—November Maryland’s bee ogy ne = in abortion law declared 
_ unconstitutional. (N) - 
D—December — Court issues a CRE on constitution- 
_— . ality of state abortion laws. (N) 16-108 
C Correspondence Three more states enact ‘conscience clause’ laws. (N) N 1-135 


DN—Department Note ACCREDITATION 


Ed—HEditorial Accreditation problems. (Porterfield) Regular feature in al- 
ternate issues beginning Ja 16 

N—News ge listed by AHA eligible for JCAH survey. (N) 

y 16- 

Q/ A—Questions and Answers — standards generate goals for central service. (Mackert) 
Ja 1-85 

Sr—Sister Medical staff: some observations on the JCAH Guidelines. 
(Hershey) Je 1-51 


AHA—American Hospital Association Pharmacy = and survey must meet standards. (Ander- 


son) Jl 1-74 
AMA—Ameri i iati 
merican Medical Association acunescrien 


BCA—Blue Cross Association Nevada Chinese medicine bill becomes law. (N) My 16-21 


FDA—Food and Drug Administration ADMINISTRATION 
: aa Pe ° ° Bellevue opts for modernization. (Weinstein) N 16-44 
HAS—Hospital Administrative Services Implementing accountability management. (Martin) J1 16-57 


HEW—Health, Education, and Welfare —* or total management through affiliation. (Tripp) N 


JCAH—Joint Commission on ADMINISTRATORS 

Accreditation of Hospitals American Psychiatric Association approves nonmedical ad- 
ministration of centers. (N) Mr 1-167 

Association of University Programs in Hospital Administration 
alters name, admits undergraduate programs. (N) Jl 1-98 

Hospital administrative residents. Mr 1-166; Ap 1-204 

Hospital game builds administrative skills. (Wolfe) N 16-41 

Internal Revenue Service says stipends paid administrative 
residents are taxable. (N) Jl 16-17 

Interview with Florence S. Gaynor, executive director, Mart- 
land Hospital, Newark. Ja 16-46 

Minnesota to offer program in mental health management. 
(N) Jl 16-207 


ADMITTING AND DISCHARGE 
——- patients with posthospitalization plans. (Thomson) 
a 16-43 
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Court upholds rights of minor as voluntary mental patient. 
(N) D 16-94 , 
Fiscal viability in extended care facility program. (Straight & 


others) F 1-99 a: 
Questionnaire becomes preadmission tool. (McLean & others) 


Je 16-56 


Aged and aging. See: Geriatric care; Medicaid; Medicare; Nurs- 
ing homes 


Airplane crashes. See: Disaster service 


ALCOHOLIC CARE 

Alcoholism treatment programs: the AHA role. (Q/A) A 1-12 

Comprehensive prevention and treatment program. (Kell 
Verzi) Mr 16-61 

Suit challenges impoundment of mental health, alcoholism 
funds. (N) O 16-19 

ag ar A program for hospital employees. (Quigley & Papas) 

16-60 


ey & 


AMBULANCE SERVICE 
Emergency medical services. (special issue) My 16 
Future of Air Evac awaits Arizona board’s decision. PP 
1-135; operation continued under Samaritan. (N) 1-95 > 
New training program for hospitals. (Smith) Ja fe” 


Ambulatory care. See: Day care; Emergency care; Health cen- 
ters; Home care; Outpatient department 


AMERICAN HEALTH CONGRESS 
American Health Congress in review. S 1-65 
— ree format focuses on special interest programs. (N) 
Staneam of '73 American Health Congress. J] 16-73 


AMERICAN HOSPITAL ASSOCIATION 

AHA appoints special committee on health education. (Jack- 
son) Mr 1-59 

ee division on health delivery systems. (N) Ja 

AHA-Federation of American Hospitals establishes mediation 
service for disputes. (N) N 16-1 

AHA pledges to devote increasing attention to role and prob- 
lems of public hospitals. (N) Ja 1-110 

AHA'’s annual meeting. (special report) Mr 16-67 

AHA’s Distinguished Service Award: Jack A. L. Hahn. Ag 1-60 

Advisory statement on Phase 3 of the Economic Stabilization 
Program. Ag 1-133 

Chairman’s inaugural address. (Kauffman) Mr 16-72 

Delegates approve new leadership role for AHA. S 1-75 

Directory of officers, councils, and committees for 1973. Ja 1-23 

-" ered J. J. Rourke, past president of AHA, dies. (N) 

-116 

Frank R. Bradley, M.D., AHA past president, dies. S 1 

Governing board committee reactivated. (N) Jl 16-204 

Guidelines for hospital involvement in comprehensive health 
delivery systems. Ag 1-136 

Herman M. Somers: 1973 winner of the Justin Ford Kimball 
Award. Ag 16-47 

ae ee with Horace M. Cardwell, AHA chairman-elect. 
a l- 

Misonings of the various elements of the AHA seal. (ed) 

“i - 

1973 institute program. Ja 1-45 

1974 AHA institute program. N 16-55 

Policy on conflicts of interest. Ag 1-131 

President’s address. (McMahon) Mr 16-77 

Principles and recommended procedure for patient identifica- 
tion. Ag 1-134 

ie ge ee to articles of incorporation; bylaws. 
e 16-13 

eT Percy praises AHA on its 75th anniversary. (N) O 
-1 

Statement of principles involved in the use of investigational 
drugs in hospitals: reaffirmation. J1 16-144 

Statement on a patient’s bill of rights. F 16-41 

Statement on ambulatory surgical and single procedure 
facilities. Ag 1-132 

= on Blue Cross Plan/hospital local relationships. F 

Statement on consumer representation in governance of 
health care institutions. F 16-113 

Statement on hospital responsibility for leadership and in- 
volvement in new health delivery systems. F 16-37 

Statement on membership in hospital associations. F 16-112 

Statement on national blood banking programs. Ag 1-132 


AMERICAN MEDICAL ASSOCIATION 
American Medical Association annual meeting. (special re- 
port) Ag 1-26a 
ere with Russell B. Roth, M.D., president of the AMA. 


ANESTHESIA 
Administrative profiles: anesthesiology. My 16-30 
Waste anesthetics: threshold limit values. (C and reply) 
(Wiener & Bruce) Ja 16-12 


Areawide planning. See: Planning, Areawide 
AUDIOVISUAL MATERIALS 


Acoustics, function, design coordinated in auditorium. N 16-26 
Audiovisuals orient patients. (Lindeman) Mr 1-129 
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AUTOMATION 
Automatic, electronic food system. (Brown & Doyon) N 1-63 
Automatic monitoring for all patients. (Uhley) N 1-101 
Central State Hospital extends computer-assisted menu plan- 
ning usage. (Nocera) F 16-79 
2S ee information system. (Thibodaux & others) 
r 16-51 
Computer plans modified diets. (Gelpi & Findorff) J1 1-62 
Computer stores total drug data. (Platiau & others) Ag 16-66 
Computerize the log: surgery. (Cresto & Devor) Jl 1-58 
Computers are not diagnosticians. (C) (Lach) Ja 16-12 
es in nursing education. (Landureth & Lamendola) 
Tr -' 
Medical records: computer system provides flexible control. 
(Donahoe) Je 16-116 
Menu forms cheaper by computer. (Johanson & others) F 16-74 
Purchasing shared computer services. (Perla) Ag 16-70 


AUTOPSIES 
Illinois court upholds autopsy consent law. (N) N 1-129 


AUXILIARIES 
See also: Volunteer services ; 
Auxiliaries and or. services: annual administrative re- 
views. (Squire) Ap 1-167 
Legal forms for auxiliaries. (Q/A) S 1-12 


AWARDS AND RECOGNITIONS 

AHA publications win ‘Awards of Excellence.’ (N) Jl 1-101 

AHA's Distinguished Service Award: Jack A. L. Hahn. Ag 1-60 

AHA’s Kauffman receives Health Industries Association 
achievement award. (N) N 16-108 

College sets lectureship honoring Charles Cardwell. (N) F 

Herman M. Somers: 1973 winner of the Justin Ford Kimball 
Award. Ag 16-47 

McMahon receives North Carolina award. (N) Jl 1-100 

Ten health care innovators to receive Lambert award. (N) 
S 16-117; awards presented. (N) O 16-134 

Winners announced in AHA health careers poster contest. 
(N) J1 16-209 


BEDS AND ACCESSORIES 
AHA research capsules: general and special purpose beds. 
(Henderson) F 16-110 


BLOOD AND PLASMA BANKS 
— I aaa emphasize public disclosure obligation. (N) 


Clemuae on the present status of blood gre (C) (Ben- 
jamin & Diggs) Ap 16-38; (C) (Elsey) My 1 

— — Hospital plans all-frozen blood system. (N) 

p - 

Court finds no negligence in serum hepatitis case: Montana. 
(N) Ap 1-200 

Court holds hospital, — banks, strictly liable in blood 
transfusion suit. (N) Ja 1-17 

Com eer to extend strict liability to service: California. 

) 1-172 

FDA announces blood registration regulations. (N) F 16-25 

<¢ Pe groups hailed for volunteer blood system. (N) 

<<: on national blood banking programs: AHA. Ag 


BLUE CROSS 

See also: Health insurance 

Arizona: Ja 16-99 

BCA announces new corporate symbol. (N) Mr 16-132 

Colorado: Mr 1-167 

Connecticut: N 1-134; N 16-17 

District of Columbia: J1 1-95 

Florida: Je 1-17 

Herman M. Somers: 1973 winner of the Justin Ford Kimball 
Award. Ag 16- WJ 

Illinois: Ag 16-84 

Indiana: F 1-174; My 16-175 

Iowa: D 1-17 

Kansas: D 1-17 

Maryland: Je 1-132; Jl 16-213; S 16-119 

Massachusetts: Ja 1-17; y 16-1 174 

Missouri: Ja 16-17; Jl 16- 214 

Nebraska: Jl 16-212 

New Jersey: Ap 1-23; Jl 1-19; Jl 16-213 

New York: Je 16-21; Jl 16-20 205 

New Hampshire- Vermont: My 16-174; Jl 16-211; Ag 16-21; 
S 16-23; O 1-108; N 16-114 

Ohio: Ja 16-95; Jl 16-207 

Pennsylvania: Ja 1-17; My 16-169; Je 1-132; Ag 1-21; O 1- 
112; N 16-108 

South Dakota: D 1-17 

eK on Blue Cross Plan/hospital local relationships. 

Turning inpatients into outpatients: Verticare. (Willett & 
Robbins) D 1-54 

Virginia: F 16-109 

Wisconsin: O 16-134 


BLUE SHIELD 


Colorado: Mr 1-167 
Pennsylvania: F 1-180; S 1-17 
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Capital financing. See: Financial management 


CARDIAC CARE 

See also: Intensive care 

yey characterizes Japanese stroke hospital. (Jonas) 
e - 

Computers are not diagnosticians. (C) (Lach) Ja 16-12 

~— ee launches cardiac emergency program. (N) 

y - 

ee gre for heart surgery end for 5 N.Y. hospitals. (N) 

Striking back at stroke. (Kisly) N 16-64 

Two steps to health care delivery to stroke patients. (idea 
forum) F 1-14 


CAREERS 

Boy Scouts of America organize careers’ programs. Mr _ 1-133 

Guide to health occupations curriculums. (Q/A) Je 1-27 

Health fair promotes public education. N 16-52 

To teach is to improve: Houston High School for Health 
Professions. (idea forum) Mr 1-23 

Winners announced in AHA health careers poster contest. 
(N) Jl 16-209 


CENTRAL SERVICE DEPARTMENT 
Injury suits: guidelines for central sterile supply activity. 
(Goldman) Je 16-72 
JCAH standards generate goals. (Mackert) Ja 1-85 
Total supply by cart exchange. (Housley) N 16-90 
What standards for disposables . . . and when. D 16-70 


CENTRALIZATION OF SERVICES 
Centralization answer to laboratory volume explosion. (Scar- 
dino & Deppisch) Jl 1-50 
ac og oe office building cuts medical centers’ costs. (DN) 
e =| 


Certificate-of-need laws. See: Licensure and regulation 


CHAPELS AND CHAPLAINCY 
Chaplaincy: component of total patient care? (Carey) Jl 16-166 
Planning a chapel and its service. (Swafford) Ja 1-98 
TV chapel reaches more patients. (Long) Ja 1-96 


Charitable immunity. See: Laws and liability 
Children’s care. See: Nurseries; Pediatric care 


Chronic illness care. See: Geriatric care; Home care; Medicaid; 
Medicare; Nursing homes; Rehabilitation 


CIVIL RIGHTS 
Fair play for hospital personnel. (Bernstein) My 1-111 
Hospital Association of Pennsylvania files brief in discrimina- 
ay ye uum practices suit. (N) O 16-19; suit dismissed. 
) - 
Interview with Florence S. Gaynor, executive director, Mart- 
land Hospital, Newark. Ja 16-46 
a or equal employment opportunity. (Barr & Inlow) 
6- 
Suit charges hospital with discriminatory employment prac- 
tices. (N) My 1-17 
To cure racism. (Rice) My 1-54 


Collective bargaining. See: Unions and collective bargaining 
Communicable disease control. See: Infection control 
Communication. See: Human relations 


COMMUNICATION SYSTEMS 

See also: Television 

Data gets push-button treatment. (Carney) D 1-70 

Emergency medical services: communications improve care. 
(Reid) My 16-99 

Flexible, but personal telephone system. (Baker) Ag 16-56 

—— hotline’ implemented in New York. (N) 

Medium projects the message. (idea forum) Je 1-38 

New York attorney general to study telephone charges to 
hospital patients. (N) D 16-97 

Radio, training spur improvement in emergency care. (Gustaf- 
son) My 16-131 

Veterans Administration hospitals to use satellite for educa- 
tion consultation. (N) O 1-113 


COMMUNITY AND THE HOSPITAL 

Center runs information network. (Mailloux) S 1-60 

Community nutrition teams. (Frankle & Christakis) D 16-56 

Community relations: annual administrative reviews. (Phil- 
lips) Ap 1-171 

er involvement in community planning. (Johnson) 

Dietetics reaches out. (Kocher) Mr 16-91 

Elected residents serve on board: Philadelphia. (Potuznik & 
Blanks) Je 16-60 , 

Emergency information at community’s doors: Chicago. (idea 
forum) Jl 1-28 

| _ of the good fight against sickle cell. (idea forum) 
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Health group collects data for New York consumers. (N) 
J1 16-213 


Housing project is part of preventive care program. (Cum- 
mins) F 1-94 

Maternal and infant care project another kind of dietetics out- 
reach program. (Garner & Mulcahy) Mr 16-9 

Public information interview in the accreditation process: 
how it works. (Porterfield) Ap 16-31 

School lunch one example of dietetics outreach program. 
(McCool) Mr 16-94 

— _ for public input: New York City. (Bornstein) 
e 16-64 

Statement on consumer representation in governance of health 
care institutions. F 16-113 


CONSENT, LEGAL 

Illinois court upholds autopsy consent law. (N) N 1-129 

Law of consent and abortion in California. (Bernstein) F 1-132 

sa form expected to speed medical treatment. (N) 

6-137 

Patient’s right to know. (Epstein & Benson) Ag 1-47; right to 
refuse. Ag 16-38; drug abuse treatment and parental consent. 
S 1-63 

San Francisco suit challenges parents’ right to volunteer chil- 
dren for medical experiments. (N) O 16-133 


CONSTRUCTION 

See also: Planning 

Baltimore hospital construction moratorium extended. D 16-17 

Construction notes. Mr 1-169; Ap 1-40; Je 16-48; Jl 1-30; Jl 16- 
54; O 1-40; D 16-42 

Federal funds withheld from District of Columbia hospital. 
(N) Mr 16-135 

HEW reports $193 million saved in hospital, school construc- 
tion. (N) Ja 1-17 

Missouri Plan charges hospital construction ‘binge.’ (N) Ja 


Planning and construction. (special issue) F 1 
Temporary housing unit: a construction time-saver. Je 16-46 


Continuing education. See: Education and training 


CONTRACT SERVICE 
Purchasing shared computer services. (Perla) Ag 16-70 


CONVEYORS 
Materials distribution systems. (Swindler) Je 16-92 


Coronary care. See: Cardiac care 


COSTS 

Administrative profiles: dietary department. O 16-40 

Administrative profiles: expenses per patient day. Ag 16-24 

Administrative profiles: specialized service departments. Ja 
16-28; summary. Je 16-40 ; 

—- of hospital-based education. (Freymann & Springer) 

r 1-65 

General Accounting Office studies construction costs. (Pier- 
son) F 1-46; correction. Ap 1-2 

New perspective on cost inflation. (Phillip) O 1-41 

Substantial increase found in health care expenditures. (N) 
N 2 


CREDIT AND COLLECTION 
Payment is due: computer letter. (DN) Mr 16-59 


Data processing. See: Automation 


DAY CARE 
Day care for psoriasis patients. (idea forum) S 1-23 
Day care meets geriatric needs. (Novick) N 16-47 


DECORATION 
Art, design create surprising hospital environment: Huddinge 
University Hospital, Stockholm. J1 16-28 
Decor reflects environmental psychology. (Chaney) Je 1-60 
Fantasy, colors reassure pediatric patients. Ja 16-34 


Delivery of Health care. See: Health care delivery 


DENTAL CARE 
Accreditation problems—admission of dental patients: records 
and responsibility. (Porterfield) Je 16-16 


DIABETES CARE 
Diabetes team teaching utilizes community resources. (John- 
ston) Je 1-114 


DIETARY DEPARTMENT 

Administrative profiles: dietary department. O 16-40 

Call for increased productivity: meeting report. S 1-109 

Central State Hospital extends computer-assisted menu plan- 
ning usage. (Nocera) F 16-79 

Centralized food service. (DeMarco & Lovell) Je 1-109 

Community nutrition teams. (Frankle & Christakis) D 16-56 

Computer plans modified diets. (Gelpi & Findorff) J] 1-62 

Convenience foods decision: No! (Harder) Ja 1-76; (C) (Ped- 
dersen) Ap 16-40; reply. (Harder) My 16-34 
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Convenience foods decision: Yes! (Reid) Ja 16-81 

Conventional system may be best. (Reed) Jl 16-161 

Descriptive menus enhance food acceptance. (Rucker & 
others) Jl 1-67 

Dietetics reaches out. (Kocher) Mr 16-91 

Dietitian’s changing role. (Schiller) D 1-97 

Evaluating prey service food products. (Farevaag & Mat- 
thews) O 16-108 

or service: annual administrative reviews. (Blaker) Ap 
-127 

Hospitals, AHA react to beef shortage. (N) Ag 16-17 

Ingredient control saves money. (Bansal) Ap 16-98 

Manual washing of kitchenware. (Richter & others) Ag 16-58 

Maternal and infant care project another kind of dietetics 
outreach program. (Garner & Mulcahy) Mr 16-96 

—s observed; one hospital serves steak. (N) My 
6- 

Meat shortage reviewed. (Phillips) N 16-57 

ae forms cheaper by computer. (Johanson & others) F 
16-74 

— Pae programs recommended. (Hitchcock & others) 

ig - 

Nutrition labeling: what, why, how. (Bergy) O 1-76 

Production time standards. (Ruf & Matthews) My 1-82 

Quality control in food service. (McLaren) S 16-86 

Questionnaires aid in analysis of department’s effectiveness. 
(Puckett) Je 16-89 

School lunch one example of dietetics outreach program. 
(McCool) Mr 16-94 

Shared food services. (special issue) N 1 

— es switches to five meals a day. (Przekurat) 
Ja 1-80 

State’s mental hospitals improve dietary operations. (Zac- 
carelli) Ja 16-84 

Systems approach is key to success. (David) Je 16-80 

Training, job enrichment reduce costs. (Copenhaver & Morris) 
F 1-118; correction. Ap 1-206 


DISASTER SERVICE 
See also: Fire prevention and control 
Dramatic aftermath to hospital disaster drill: airliner crash 
in the Florida Everglades. (N) Ja 16-17 

Early signal of bad weather. (idea forum) J] 1-30 

es 2 — disposal of disaster hospital materials. (N) 
y 1- 

a heavy damage reported: Enid, Okla. (N) 

1 


Tornado leaves Kansas hospital heavily damaged. (N) O 16-19 
Discharge. See: Admitting and discharge 


DISPOSABLE GOOODS 


What standards for disposables . . . and when. D 16-70 


DRUG ABUSE 

Drug 4 ¥r treatment and parental consent. (Epstein & Ben- 
son) - 

Drug addict seeking detoxification program files suit against 
Chicago hospital. (N) F 1-174 

a of a methadone treatment program. (Cushman) 
e - 

Hassle-free help attracts youth: Halifax Interaction Center. 
Ap 16-54 


Drugs. See: Pharmacy 


ECONOMIC STABILIZATION PROGRAM 

AHA president protests petition to establish 6 per cent ceiling 
on hospital rates increases. (N) Mr 16-130 

anes —_— explains effects of ESP on hospitals. (N) 

Advisory statement on Phase 3 of the Economic Stabilization 
Program: AHA. Ag 1-133 

American Nursing Home Association files lawsuit in U/S. 
District Court to end economic controls over nursing homes. 
(N) O 16-131 

American Protestant Hospital Association proposes Phase 4 
controls for hospitals. (N) O 16-131 

= Hospital Association files suit over ESP. (N) Jl 

Connecticut Hospital Association files lawsuit challenging S-52 
form and its provisions. (N) Ag 1-129 

= of Living Council cuts hospital pay increases. (N) F 16- 


Exclusion of nurse, nursing home representatives on advisory 
committee draws protest. (N) Ag 16- 
Few kind words about government heard at 52nd New England 
Hospital Assembly. (N) My 16-167 
Health Industry Advisory Committee appointed. (N) Ag 1-130 
—s professionals praised for reducing inflation. (N) D 
Hospital Association of Pennsylvania’s price Te program 
praised by Cost of Living Council. (N) O 1-110 
ae groups adopt ESP resolution: Kansas. (N) 
g - 
ayy financial straits because of ESP, study finds. (N) 
Ag -] 
Hospital near goal. (Raske) Mr 16-45 
New California law requires state ESP program. (N) N 16-111 
Number of hospitals return surplus funds. (N) Je 1-17 
ee . controls termed response to public pressure. (N) 
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President announces new economic controls. Jl 1-20 

Rate increase allows medical center to stay open: New York 
City. (N) N 16-109 

State associations fight price increases of ~ cia demand 
‘equal protection’ under ESP. (N) J1 16-204 

Three associations express strong concern over various aspects 
of wage-price controls. (N) N 16-107 


EDUCATION AND TRAINING 

See also: Health education 

Diabetes team teaching utilizes community resources. (John- 
ston) Je 1-114 

Education and the hospital. (special issue) Mr 1 

Education: annual administrative reviews. (Stimpert) Ap 
1-121 

ey hospital care traded for tuition-free education. (N) 

1-174 


From ambulance driver to emergency medical technician. 
(Smith) My 16-105 

How to evaluate commercial training programs. (Q/A) Ap 1-12 

New ambulance personnel training program for hospitals. 
(Smith) Ja 1-41 

1973 AHA institute program. Ja 1-45 

1974 AHA institute program. N 16-55 

Radio, training spur improvement in emergency care. (Gustaf- 
son) My 16-131 

Teaching can improve healing. (Karam) Mr 16-38 

Training, job enrichment reduce food service costs. (Copen- 
haver & Morris) F 1-118; correction. Ap 1-206 

Training program for security officers. O 1-89 

Truest educational equation puts primary focus on people. 
(meeting report) S 16-78 

Veterans Administration ~~ to use satellite for educa- 
tion consultation. (N) O 1-1 


Electrical equipment. See: Automation; Equipment 


ELECTRICAL HAZARDS 
National Fire Protection Association approves new standards. 
(Phillips & Pierson) S 1-125 


EMERGENCY CARE 

See also: Ambulance service; Disaster service; Outpatient 

department 

AHA one capsules: hospital emergency department ac- 
tivity. S 16-121 

Ambulatory services: annual administrative reviews. (Tauben- 
haus) Ap 1-107 

Emergency information at community’s doors: Chicago. (idea 
forum) Jl 1-28 

Emergency medical services. (special issue) My 16 

Emergency medical systems grants available. (N) My 1-133 

Physician predicts decrease in emergency department use. (N) 


J1 1-100 
Spatial design provides efficient emergency-outpatient depart- 
36 


ment - 
Survey of outpatient and emergency medical records. (Rich- 
ter) F 1-180 


Employees. See: Personnel 


ENGINEERING 
See also: Equipment; Power plant 
Engineering ‘round.’ (idea forum) Ag 1-16 ; 
Hospital engineering: annual administrative reviews. (Wil- 


liams) Ap 1-93 
Long-range planning and the engineer. (Knutson) My 1-94 
Planning a maintenance schedule. (Beliveaux) D 1-82 
Room checks save time and money. (Verricchia) J}! 1-83 
What’s a clinical engineer? F 1-150; correction. Mr 16-134 


Engineering, Industrial. See: Management engineering 


ENVIRONMENTAL HEALTH 
Environmental health concerns: annual administrative re- 


views. (Oviatt) Ap 1-8 
Planning group urges senate on environmental health. (N) 


Ja 16-97 


Environmental sanitation. See: Housekeeping; Infection control 


EQUIPMENT 
See also: Automation 
Buying equipment for new eng eggs oe (Pratt) Ap 16-64 
Health care devices from space. Ag 1 
Medical device legislation. (Miller) te 1-81 
Repair or replace? (Sarkar) Ag 1-88 


ETHICS 
Hospital trustees and conflict of interest. (Hedgepath) Mr 
16-57 


Lawsuit charges hospital trustees with breach of fiduciary 
duties, fraud on patients. (N) Mr 16-17 
Maryland commission drafts conflict of interest regulations 
for trustees. (N) S 1-17 
Euthanasia. See: Medicomoral problems 


Extended care. See: Geriatric care; Home care; Medicare; Nurs- 
ing home; Rehabilitation 


EYE INSTITUTES 
Eye institute in the round: Philadelphia. My 16-44 
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FEDERAL HEALTH AND WELFARE PROGRAMS 
See also: Health maintenance organizations; Medicaid; Medi- 


care 

—_, _ $82,600 for ‘reality orientation’ project. (N) 

Administration officials try to justify cutbacks; American 
Public Health Association audiences remain unconvinced, 
angry. (N) D 16-92 

Association of American Medical Colleges has face slapped 
by federal government. (N) D 1-121 

Associations must cooperate on action. (Newkirk) D 16-45 

“st _— HEW Secretary to enforce Hill-Burton rules. (N) 

Court overrules Nixon administration impoundment of health 
funds. (N) N 16-17 

Emergency medical services and recent federal activity. (Gib- 
son) My 16-62 

Federal funds withheld from District of Columbia hospital. 
(N) Mr 16-135 

Federal role in health. (Edwards) S 16-45 

Final regulations published for programs for the elderly. (N) 


1l- 
Future of Hill-Burton. (ed) My 1-39 
HEW ordered to obligate capitation funds for nursing. (N) 


Ag 1-129 
HEW secretary ordered to obligate capitation funds. (N) 


J1 16-17 
ey) school files suit over impoundment of funds. (N) 
-114 
Nixon budget reflects reduced commitment to improve health 
of nation: Rep. Rogers. (N) Ap 1-203 
President’s Committee on Health Education. (Simonds) Mr 
Suit ghalientes — of mental health, alcoholism 
16-19 


funds. (N 
West Virginia hospital wins Hill-Burton suit. (N) Mr 16-135 


FINANCIAL MANAGEMENT 

See also: Economic Stabilization Program 

AHA survey finds 17 states without capital financing. (N) 
J1 16-205 

ee ea information system. (Thibodaux & others) 
Mr 16- 

Costs predicate planning. (Tibbitts) Ap 16-49 

Court says North Carolina’s hospital financing act is uncon- 
stitutional. (N) My 16-21 

Education and the hospital: responsibility for management 
and financing. (Egelston) Mr 1-48 

Financial mechanisms: annual administrative reviews. (Cald- 


well) - 
Financial realities of emergency medical services. (Mangold) 


My 16-89 
Health care industry blamed for gaps in system. (N) My 16- 
1 


17 
Hospital cost controls continue in Ontario. (N) O 16-138 
Massive amounts of private financing needed for moderniza- 
tion of hospitals, seminar told. (N) Ap 1-200 
New York hospital files bankruptcy petition. (N) S 1-166 
Stronger hospital ties seen with commercial lenders. (N) 


Ja 1-114 


FIRE PREVENTION AND CONTROL 
Change in fire-extinguishing requirements. (Q/A) My 16-40 
Children’s sleepwear standards. (Q/A) O 1-12 
Drill prepares operating room for fire emergency. (Nagel & 
others) Ag 1-99 
Fire protection systems tested. (Henley & others) Ja 1-69 
Flame-resistant fabrics. (Lehman) O 16-98 
Hospitals spared in Chelsea, Mass., fire. (N) N 1 
Pennsylvania nursing home fire claims 11 lives. iN) O 1-19 
Floods. See: Disaster service 
Foods and food service. See: Dietary department 
Foundations for medical care. See: Health maintenance organi- 
tions 


FUEL 
AHA asks government’s help in fuel crisis. D 1-18 
Energy crisis. (Phillips) S 16-56 


FUND RAISING 
Court ruling jeopardizes charitable contributions from util- 
ities and corporations. (N) D 16-97 


G 


GERIATRIC CARE 
See also: Medicare; Nursing homes 
-~ awarded $82,600 for ‘reality orientation’ project. (N) 
1-124 
American Association of Homes for the Aging calls for in- 
vestigation of poor treatment of elderly. (N) N 16-112 
Day care meets geriatric needs. (Novick) N 16-47 
a ye regulations published for programs for the elderly. (N) 
122 
Hospitals told to consider providing care to aged. (N) N 1-134 
oe senior citizens find greater access to care. (N) 
Moving a geriatric hospital. eee) Ag 1-56 
Reality orientation. (Phillips) Jl 1 
65 and over utilization. N 16-21 
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GOVERNING BOARD 


Elected residents serve on board: Philadelphia. (Potuznik & 
Blanks) Je 16-60 

Governance: annual administrative reviews. (Slade) Ap 1-51 

a? board committee reactivated by the AHA. (N) Jl 

Hospital-physician relations: annual administrative reviews. 
(Roemer & Tennant) Ap 1-57 

oo trustees and conflict of interest. (Hedgepeth) Mr 

Lawsuit charges hospital trustees with breach of fiduciary 
duties, fraud on patients. (N) Mr 16-17 

Maryland commission drafts conflict of interest regulations for 
trustees. (N) S 1-17 

Salaried MDs on hospital governing boards. (Q/A) Ap 16-44 

Special board for public input. (Bornstein) Je 16-64 

Statement on consumer representation in governance of 
health care institutions. F 16-113 

Tennessee resolution urges hospitals to add administrators, 
physicians to governing boards. (N) N 1-17 

Trustee advisory boards. (Q/A) Ag 1-27 


GOVERNMENT HOSPITALS 
See also: Municipal hospitals 
AHA pledges to devote increasing attention to role and prob- 
lems of public hospitals. (N) Ja_1-110 
ee private patients, public hospitals advised. (N) 


GROUP PRACTICE 
See also: Health maintenance organizations 
New York consumers press clinics to sign patients’ bill of 
rights. (N) S 1-17 


HEALTH CARE DELIVERY 
<> ee division on health delivery systems. (N) 
a - 
Alleviating needs in Appalachia. (Goedeke) My 1-40 
American medical profession unable to close gap in health 
services: Dr. DuVal. (N) O 16-135 
— of care: annual administrative reviews. (Harper) 
p l- 
— eo to establish health policy study center. (N) 
6- 
Federal intervention in health care delivery will not be ex- 
treme, BCA president says. (N) D 1-123 
$54 million health program aims at New Jersey ‘working 
poor.’ (N) D 16-96 
Guidelines for hospital involvement in comprehensive health 
delivery systems: AHA. Ag 1-136 
Hospital serves the Andean sierra. D 16-48 
Hospitals can, must influence change. (Bailey) S 1-55 
Innovation: key to better health. (Mawby) Ja 1-32 
gs manpower question revisited. (Kralewski & Levine) 
16-53 
Public-private consortium: one solution to health care prob- 
lems. (Musser) Ag 16-35 
Responsibility for change. (Toomey & Toomey) Je 16-51 
Statement on hospital responsibility for leadership and in- 
volvement in new health delivery systems. F 16-37 


HEALTH CENTERS 

oa involvement in community planning. (Johnson) 

Model primary care centers planned in Iowa. (N) Mr 1-17 

Neighborhood health centers: can they weather the drought? 
(Glazier) D 1-39 

Neighborhood health centers: module serves middle-class area. 
(Maidlow) D 1-4 

Report finds health centers increasing availability of care. 
(N) Ja 1-115 


HEALTH EDUCATION 
Education and the hospital. (special issue) Mr 1 
Health education: annual administrative reviews. (Schlesing- 
er) Ap 1-137 
Health fair promotes public education. N 16-52 
Striking back at stroke. (Kisly) N 16-64 


HEALTH INSURANCE 


See also: Blue Cross 
Grading system developed for health insurance policies. (N) 


F 1-178 
Illinois Bell employees offered prepaid health plan. (N) F 16- 


we * > eae issues tough insurance policy regulations. (N) 
9 


National Association of Insurance Commissioners approves 
reguiations for advertisements, health maintenance organi- 
zations. (N) Ja 16-96 

New Hampshire adopts rules for insurance advertising. (N) 
Ap 1-203" 

New York bill allows hospitals to establish prepaid health 
plan. (N) Jl 16-17 

New York employees shift health insurance plans. (N) S 16-120 

Prepaid medical care offered in Illinois physicians’ offices. (N) 
S 1-174 

Prepayment program set for New York community. (N) Je 

= —— set to conduct health insurance experiment. (N) 

-11 
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manert Naive reported in health insurance coverage, benefits. 
1-17 


(N) 
Second prepaid health plan started in Wisconsin. (N) N 1-135 


HEALTH INSURANCE, NATIONAL 

Catastrophic insurance endorsed in study. (N) D 16-95 

Medicredit denounced as ‘sellout’ to insurers. (N) My 16-176 

Mental health benefits under national health insurance. (Hall) 
Ja 16-55; (C) (Carty) My 16-17; (C) (Hall) S 16-34 

ye health care opinion survey: special report. (Doody) 
e - 

National health plans. (Morris) Ja 16-52 

New Chrysler-UAW contract contains provisions for national 
health insurance. (N) O 16-19 

Research group proposes national health insurance scheme. 
(N) My 1-17 


HEALTH MAINTENANCE ORGANIZATIONS 
Arizona Plan starts HMO, concentrates on elderly. (N) Ja 
6- 
eT eros HMO established in Chicago area. (N) 
een HMO to utilize unique health team approach. (N) 
a - 
New Iowa legislation paves way for HMOs. (N) Jl 1-19 
New Jersey Plans sponsor HMO. (N) Jl 1-19 
Pioneer in the HMO concept: Marshfield, Wis. (Jaye) Ap 16-57 
Rural Massachusetts hospital to establish HMO. (N) S 16-23 
Source options in HMO pharmacy service. D 16-75 
Hill-Burton program. See: Federal health and welfare programs 


HOME CARE 
meres | of care: annual administrative reviews. (Harper) 
p - 


HOSPITAL RESEARCH AND EDUCATIONAL TRUST 


HRET announces funds for 33 organizations. (N) O 1-113 
HRET awarded Kellogg grant for continuing education. (N) 


1-184 
HRET gets supplemental Kellogg grant. (N) My 16-172 


HOUSEKEEPING 
Card system for isolation housekeeping. S 1-102 
Creative housekeepers win kudos: — and Detergent Asso- 
ciation’s annual competition. oe 0 
Experience with single-use disin ectant packs. O 1-64 


HUMAN RELATIONS 
Bigness doesn’t have to mean poor communication. (Harris & 
others) O 1-56 
Listening generates trust. (de Marneffe) Mr 16-86 


Human rights. See: Civil rights 


IDENTIFICATION SYSTEMS 
Principles and recommended procedure for patient identifica- 
tion: AHA. Ag 1-134 


Immunity, Charitable. See: Law and liability 


INCOME FOR HOSPITAL SERVICES 

Cathcart delineates Denenberg’s contract guidelines for Phila- 
delphia Blue Cross-hospital negotiations. (N) My 16-169 

Fiscal viability in extended care facility program. (Straight 
& others) F 1-99 

i rates not properly set, court rules. (N) 

Injunction prohibits Florida Blue Cross from withholding 
Medicare funds. (N) Je 1-17 

Judicial review of Medicare reimbursement decisions ruled 
permissible. (N) N 16-17 

Ohio action concerning late Medicare and Medicaid payments. 
(N) Ja 16-17; Ja 16- 95; S 1-166; 16-121 

Philadelphia hospital wins summary judgment in fund trans- 
fer suit. (N) Ag 1-21; HEW appeals. S 16-23 

ye ee projected for Blue Cross review programs. 
( 

~ en access to Medicare appeal board decisions. (N) 


INDIGENT CARE 
See also: Medicaid 
National Medical Association envisions ‘first black health 
og ge improve medical services provided to poor. 
Suit challenges constitutionality of Mee laws restricting 
establishment of health plans. (N) F 1-176 


Industrial engineering. See: Management engineering 


INFECTION CONTROL 

Card system for isolation housekeeping. S 1-102 

Dress and grooming codes. (Q/A) F 1-8 

Ethylene oxide: —_— call for FDA action, research goes on. 
(Porter) Ag 1-117 

Klebsiella in a thoracic intensive care unit. (Turner & Crad- 
dock) Jl 1-79 

Nurse epidemiologist. (Kicklighter) Ja 1-48 
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i vaccination of hospital personnel urged. (Shu) D 
1-9 


Symposium presented on laminar flow units. (N) Ja 16-99 


INFORMATION SERVICE 
Center runs information network. (Mailloux) S 1-60 
ee hotline’ implemented in New York. (N) 


INHALATION THERAPY 
Administrative profiles: inhalation therapy. My 16-30 
Development of a respiratory care service. (Nelson & Cheney) 
Mr 16-80; (C) (Gericke) J] 16-24; (C) (Gilbert) O 16-16 


Insurance. See: Blue Cross, Health insurance 


INTENSIVE CARE 
Administrative profiles: special care units. N 16-24 
Automatic monitoring for all patients. (Uhley) N 1-101 
Design lines: gradations of intensive care. Ap 16-46 
a pres for intensive care units: a bibliography. (Q/A) 
Jl 16- 
Klebsiella in a thoracic intensive care unit. (Turner & Crad- 
dock) Jl 1-79 
i. patient stations facilitate pediatric intensive care. 
16-. 
Small hospital coronary care unit made possible by leasing. 
(Collins & Kelso) Ja 1-64 
Interior decoration. See: Decoration 


INTERNATIONAL HOSPITAL FEDERATION 
International Hospital Federation. Ap 16-60 


INTERNS AND RESIDENTS 
a es education. (Freymann & Springer) 
¢ =| 

Hospitals, physicians, and income taxes. (Bernstein) Ap 1-186 

Interns and residents ruled employees by Michigan court. (N) 
Mr 16-132 

Study finds one-third of hospital-based MDs in 1970 were 
foreign medical graduates. (N) S 1-172 


INTRAVENOUS THERAPY 
— Laboratories indicted over intravenous solutions. (N) 
e 16-21 
“ — program: survey of past experience. (Cooper) 
16-74 


J 


JAPAN 
—— characterizes Japanese stroke hospital. (Jonas) 
e - 


L 


LABORATORIES, CLINICAL 

See also: Multiphasic testing 

AHA research capsules: referral of laboratory tests. (Hender- 
son) Ag 16-87 

Administrative profiles: laboratory services. F 16-20 

Centralization answer to volume explosion. (Scardino & 
Deppisch) Jl 1-50 

Continuing education for lab personnel. (Sattler) Mr 1-125 


LAUNDRY AND LINEN 

Children’s sleepwear standards. (Q/A) O 1-12 

Costs of linen versus disposable operating room _ packs. 
(Badner & others) D 1-76 

Direct-to-user linen delivery? (Menzel) Ap 16-92 

Flame-resistant fabrics. (Lehman) O 16-98 

Laundry groups hold separate meetings. Je 16-109 

Lockers provide 24-hour garment service. Ja 16-79 

Reducing linen costs: a systems approach. (McCartney & 
McCarthy) F 16-94 

Should your hospital join a shared laundry? (Kretschmar & 
Furst) Jl 16-174 

~ eo hospitals form shared service laundry. (N) My 

-176 
Which type of service is best for you? Ag 16-64 


LAW AND LIABILITY 
See also: Consent, Legal; Licensure and regulation 
ar KE court strikes down malpractice bond requirement. 
(N) 1-19 
mar ge malpractice actions increasing, study finds. (N) 
y 1-1 
er. of emergency facilities: a legal view. (Horty) 
y - 
ret — on pastigonse in serum hepatitis case: Montana. 
( 
Court Be hospital, blood banks, strictly liable in blood 
transfusion suit. (N) Ja 1-17 
Damages for malpractice. (Bernstein) Jl 1-85 
Executive privilege and hospitals. (Bernstein) N 1-114 
— trustees and conflict of interest. (Hedgepeth) Mr 
Hospitals and labor laws. (Bernstein) D 1-110 
Illinois to test arbitration on malpractice disputes. (N) O 1-111 


HOSPITALS, J.A.H.A. 





Injury suits: guidelines for central sterile supply activity. 
(Goldman) Je 16-72 

Lawsuit asks remuneration for working patients at mental 
institutions. (N) Ap 16-1 

Legal forms for auxiliaries. (Q/A) S 1-12 

Libel and medical staff discipline. (Bernstein) Ja 1-101 

Litigation update. (Bernstein) Ja 1-101 

Malpractice commission issues final report; many recommen- 
dations would affect hospitals. (N) My 16-175 

Medical device legislation. (Miller) Je 1-81 

Medical organizations plan malpractice commission. Je 16-131 

Of hospitals, negligence, and contracts. (Bernstein) Ag 1-120 

$1.7 million awarded former Detroit General Hospital patient. 
(N) Ja 16-17 

Physician, hospital held liable for unnecessary and negligent 
surgery. (N) D 16-17 

oo and hospitals as fellow defendants. (Bernstein) 

-136 

Protecting psychiatric records. (Bernstein) O 1-100 

Robbery victim files suit against Dayton hospital. (N) F 16-111 

Staff privileges and the hospital’s liability to patients. (Bern- 
stein) Mr 1-156 

Supreme Court upholds state’s immunity from suit in federal 
court. (N) My 16-21 

What constitutes abuse of patients? (Nations) D 1-51 


Leasing of equipment. See: Purchasing 


LIBRARY SERVICE 


—— attached to the chart. (idea forum) 

r -, 

Something old, something new: every hospital should have an 
archives. (Kucherenko) S 16-102 


LICENSURE AND REGULATION 


AHA study finds few planning, rate review laws. (N) O 1-108 

Certificate-of-need law ruled unconstitutional by North Caro- 
lina Supreme Court. (N) Mr 1-165 

Certification of need: no longer useful? (Q/A) J] 1-26 

Colorado governor signs tough planning law. (N) Jl 1-95 

Connecticut hospitals face tough regulatory law. (N) Je 1-134 

=a district court rules in Florida nursing home suit. (N) 

p 16-115 

Georgia attorney general bars medical society investigative 
committee. (N) S 1-17 

Government relations: associations must cooperate on action. 
(Newkirk) D 16-45 

Governor and Hospital Association of Pennsylvania propose 
state health plans. (N) Je 1-132 

ae ge and state governments: a conversation. (Snoke) 

-64 

Legislation enacted to broaden Washington nurse practice 
act. (N) Ap 1-23, correction. My 16-171 

Legislation enacted to create state hospital commission: Wash- 
ington. (N) My 1-130 

Licensure, certification changes proposed by National Board of 
Medical Examiners. (N) Ag 16-17 

Nevada Chinese medicine bill becomes law. (N) My 16-21 

Rate regulation growing as tool of public policy, Massachu- 
setts rate setter tells health forum. (N) S 1-170 

State governments pack clout through licensing and regula- 
tory powers, Governor Lucey says. (N) Ap 16-112 

Strong controls sought over California hospitals. (N) Ap 1-205 

a Oe — to evaluate health regulatory functions. (N) 

-133 

Theft of nursing exam causes temporary halt in testing in 
Illinois. (N) S 16-23; testing resumed. D 16-96 

Voluntary regulation termed no longer possible in health. 
(N) Jl 16-213 


Linen. See: Laundry and linen 


Loans. See: Financial management 


Long-term care. See: Geriatric care; Home care; Medicare; 
Nursing homes; Rehabilitation 


Maintenance. See: Engineering 
Malpractice. See: Law and liability 


MANAGEMENT ENGINEERING 
Control technique cuts walking time in radiology department. 
(Blum) S 1-86 
Five steps to program success. (Davis) Jl 1-38 
— eal systems approach is key to success. (David) 
e 16-80 
hs time standards: food service. (Ruf & Matthews) 
y = 
Reducing linen costs: a systems approach. (McCartney & 
McCarthy) F 16-94 
Standards increase productivity: medical records. (Steiner & 
Kirtane) Jl 16-148 
Variable budget for nursing service. (Salvekar) S 16-70 


MANPOWER, HEALTH 


See also: Careers; Physician’s assistants; Personnel 

Approaches to maldistribution problem vary, but few show 
promise, HEW official says. (N) S 1-156 

— awards $4 million to Johns Hopkins, Duke. Ap 
-20 
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— university planned by Chicago medical center. (N) 

a 16-98 

Physician manpower question revisited. (Kralewski & Levine) 
6-53 


MATERIALS MANAGEMENT 


See also: Purchasing 
Materials distribution systems. (Swindler) Je 16-92 
Total supply by cart exchange. (Housley) N 16-90 


Maternity care. See: Obstetric care 


.MEDICAID 


See also: Medicare 

California: Ja 1-113; O 1-111; D 1-125 
Ohio: Ja 16-17; S 1-166; S 16-121 
Pennsylvania: O 1-109 


MEDICAL AUDIT 
House staff members pass PSRO resolution. (N) Jl 16-206 
ae ey medical society adopts PSRO resolution. (N) O 
6-1 
ay ee evaluation: the JCAH system. (Porterfield) 


Missouri peer review organization ruled legal. (N) F 16-25 

Patient care evaluation: in the light of public scrutiny. 
(Rogatz) Ag 16-42 

Quality assurance: a nursing view. (Phaneuf) O 16-62 

Sixteen hospitals selected for quality assurance project. (N) 
D 16-98 

Three state medical societies pass regulations opposing PSROs. 
(N) D 1-17 


MEDICAL CARE 
re /welfare quality of life rating high for 8 states, District 
of Columbia. (N) O 1-110 


MEDICAL EDUCATION 

See also: Interns and residents 

Association of American Medical Colleges finds MD training 
costs over $16,000 a year. (N) D 1-124 

Association of American Medical Colleges has face slapped by 
federal government. (N) D 1-121 ; 

Changes in social environment are forcing teaching hospitals 
to broaden their sights. (N) S 1-162 

Laboratory or medical education. (Phillips) Mr 1-77 


MEDICAL RECORDS 

Can physician’s office history be a in the patient’s hos- 
pital medical records? (Q/A) N 16-12 

Computer system provide fiexible control. (Donahoe) Je 16-116 

Evaluation of drug history program. (La Verde) Ag 1-106 

— the eligible patient receive Social Security disability. 
(ed) Ja 1-31 

In response to high volume: microfiche technique for EEG 
records. (Donn) N 1-111 : ’ 

Patient care evaluation: in the light of public scrutiny. 
(Rogatz) Ag 16-42 

Protecting psychiatric records. (Bernstein) O 1-100 

Questionnaire becomes preadmission tool. (McLean & others) 
Je 16-56 

Should a social work record be included in a patient’s medical 
record? (Q/A) S 16-12 

Standards increase productivity. (Steiner & Kirtane) Jl 16-148 

Survey of outpatient and emergency medical records. 
(Richter) F 1-180 

Trends indicate expanded administrative roles. Ses) 
Ja 16-74; (C) (Manes) Ap 16-40; (C) (Ruopp) My 16-17 


MEDICAL STAFF 

See also: Group practice; Health maintenance organizations; 
Interns and residents; Physician’s assistants 

AHA research capsules: hospital emergency department ac- 
tivity. S 16-121 

AMA trustees oppose physician unions. (N) Je 1-17 

County medical society urges ‘nonsupport’ of hospital: Phoe- 
nix, Ariz. (N) N 16-111 

Court affirms hospital’s right to deny staff privileges: Cor- 
sicana, Tex. (N) S 1-160 

Court protects hospital committee in defamation suit. (N) 
Ji 1-99 

Deferred compensation as a tax planning technique. (Vienna) 
My 1-49 

Executive privilege and hospitals. (Bernstein) N 1-114 

Georgia attorney general bars medical society investigative 
committee. (N) S 1-17 ' 

Hospital-physician relations: annual administrative reviews. 
(Roemer & Tennant) Ap 1-57 

Illinois resolution supports strong physician role in hospitals. 
(N) My 1-17 

Libel and medical staff discipline. (Bernstein) Ja 1-101 

Licensure, certification changes proposed by National Board 
of Medical Examiners. (N) Ag 16-17 

Medical staff, board act to resolve 18-month conflict: Phoenix, 
Ariz. (N) D 1-119 

Medical staffs merge. (Robinson) F 16-60 7 

Objective compensation program for physicians. (Doren & 
Gronbach) My 1-45 

Salaried MDs on hospital governing boards. (Q/A) Ap 16-44 

Shorter distance to the office: hospital-based physicians’ 
offices. (Bobrow) F 1-65 

Some observations on the JCAH Guidelines. (Hershey) Je 1-51 

Staff privileges and the hospital’s liability to patients. (Bern- 
stein) Mr 1-156 

Staffing the emergency department. (Hannas) My 16-83 





U.S. District Court in Hawaii dismisses neurosurgeon’s bias 
suit. (N) O 1-19 
Why and how should bylaws be revised? (Blaes) D 1-100 


MEDICARE 

See also: Medicaid 

American Nursing Home Association protests inadequate state 
certifying procedures. (N) S 16-119 

Idaho hospitals consider terminating Medicare provider agree- 
ment. (N) N 1-17 

Judicial review of Medicare reimbursement decisions ruled 
permissible. (N) N 16-17 

—ore hospital deductible to increase $12 in January. (N) 
N 1-131 


Medicare termination. (Q/A) N 1-30 

Montana hospitals consider withdrawing from Medicare. (N) 
O 16-132 

Provider record keeping aim of new Medicare regulations. 
(N) Ap 1-206 

Suit sees access to Medicare appeal board decisions. (N) D 
16-17 


MEDICOMORAL PROBLEMS 

Abdominal surgeons reject prolonging patient’s life. (N) S 
-172 

Catholic Health Assembly projects me, religious issues 
facing the health apostolate. (N) Jl 1 

Catholic Hospital Association forms Ccoraane to study medi- 
cal-moral issues. (N) My 1-134 

— og pe hospital has right to deny sterilizations: Montana. 
(N) 1-120 

Court says hospital cannot refuse to do sterilizations: Massa- 
chusetts. (N) My 16-170 

Medical society adopts ‘right to die with dignity’ policy (N) 
F 1- 

San Francisco suit challenges parents’ right to volunteer 
children for medical experiments. (N) O 16-133 


Mental health. See: Psychiatric care 


MERGERS 

See also: Shared services 

Desire to provide optimum health care: outcome is merger. 
(Hoenack) Je 1-55 

For-profit hospital corporations propose merger. (N) Mr 16-17; 
negotiations ended. (N) Ap 16-115 

Hospitals consolidate medical services: Detroit. (Bastnagel & 
others) Jl 1-33 

Logistics complicate planning. (Manning & Cramp) D 1-48 

Mergers and shared services: annual administrative reviews. 
(Starkweather) Ap 1-67 

Study analyzes effects of merger: Samaritan Health Service. 
(Edwards & Astolfi) F 16-44 


Methods improvement. See: Management engineering 
MICROFILMING 
In response to high volume: microfiche technique for EEG 
records. (Donn) N 1-111 


Migratory worker care. See: Transient care 


MORGUE 
Morgue construction guidelines. (Q/A) Je 16-12 


MOVING 
Moving a general hospital. (Worrell & Hollis) Ag 1-53 
Moving a geriatric hospital. (Goldberg) Ag 1-56 
MULTIPHASIC TESTING 
Cums as preventive medicine. (Benjamin & Shapiro) 
r 1-105 
Simple-by-design health testing system. (Lipscomb & others) 
Ag 16-72 
Munchausen’s syndrome. See: Professional patients 
MUNICIPAL HOSPITALS 


Study finds hospital problems persist despite creation of hos- 
pital corporation: New York City. (N) Mr 16-17 


Narcotic care. See: Drug abuse 
National health insurance. See: Health insurance, National 


NATIONAL HOSPITAL WEEK 
National Hospital Week, May 6-12. My 1-53 


Needles. See: Syringes and needles 
News media relations. See: Public relations 
NURSERIES 

See also: Pediatric care 


DA warns hospitals, MDs about phototherapy burns. (N) 
N 16-107 


112 


Principles and recommended procedure for patient identifica- 
tion: newborn with its mother. Ag 1-134 


NURSING EDUCATION 
Assembly of Hospital Schools of Nursing hears Dr. Lysaught. 


Ja 1-94 
Computers in nursing education. (Landureth & Lamendola) 


r 1-99 
Cost of hospital-based education. (Freymann & Springer) 


Mr 1- 

Hospital oe of nursing celebrate centennial. (N) My 16- 
132; 

Shared training becomes a reality. (Rode) Mr 1-149 

Training the family nurse practitioner. (Murray & Ross) 


1- 


NURSING HOMES 

See also: Geriatric care; Medicare 

Facilities for extended care. (Breger) F 1-69 

Federal ~ gg court rules in Florida nursing home licensure 
suit. (N) Ap 16-115 

Fiscal viability in extended care facility program. (Straight & 
others) F 1-99 

Illinois reimbursement rates not properly set, court rules. 
(N) Jl 1-96 

Pennsylvania nursing home fire claims 11 lives. (N) O 1-19 

hs ed laws criticized for protecting poor homes. (N) N 
-133 


NURSING SERVICE 
See also: Intensive care; Progressive care 
Bigness doesn’t have to mean poor communication. (Harris & 
others) O 1-56 
Clinical nurse specialist. F 1-135 
— in unit management programs. (Munson) Jl 
-122 
Eleven steps to proper staffing. (Ramey) Mr 16-98 
Facilities for extended care. (Breger) F 1-69 
4/40: does it raise personnel costs? (Sellars) S 1-94 
— pairs’ solve unit management problem. (Lower) 
11% 
New way to rate nurse performance. (Burke & Goodale) D 
16-62 
es ree outpatient obesity clinic. (Jones & Jenkins) 
Nurse epidemiologist. (Kicklighter) Ja 1-48 
Nurses and patient review nursing care: nursing audit com- 
mittee. (idea forum) My 1-27 
Nursing: annual administrative reviews. (Foster) Ap 1-143 
Nurturing clinical specialists. (Davidson) D 1-60 
Operating room nurse: monitor of surgical ree Je 1-90 
Patient rights, nursing responsibilities. Je 16-102 
Predicting nurse staffing. (McCormick & others) My 1-68 
Quality assurance: a nursing view. (Phaneuf) O 16-62 
= a — dose of self-evaluation. NLN convention report. 
g i- 
Staffing for high-quality care. (Aydelotte) Ja 16-58 
Temporary housing unit: a construction time-saver. Je 16-46 
a — win battle over foreign graduate nurses. (N) 
Trauma nursing in Illinois. (Romano) My 16-14 
Variable budget for nursing service. (aaiveker) S 16-70 
Who is the clinical nurse specialist? (Kinsella) Je 1-72 


e) 


OBSTETRIC CARE 
See also: Nurseries 
Administrative profiles: obstetrical activity. J1 16-44 
Husband-father in delivery room? (Shu) S 16-90 


Old age. See: Geriatric care; Medicaid; Medicare; Nursing 
homes 


OPINION POLLS 
National health care opinion survey: special report. (Doody) 


Je 1-23 
Questionnaires aid in analysis of food service department’s 
effectiveness. (Puckett) Je 16-89 


OSTEOPATHY 
Osteopaths have right to use ‘M.D..’ court says. (N) S 1-162 


OUTPATIENT DEPARTMENT 

See also: Day care; Emergency care; Health centers; Home 
care 

Administrative profiles: outpatient services. Ap 16- 28b 

Ambulatory services: annual administrative reviews. (Tauben- 
haus) Ap 1-107 

Center expedites registration. (Granstrom) Jl 1-43 

Clinic provides psychiatric care: New York City. (DN) Ap 
1-61 

Minneapolis senior citizens find greater access to care. (N) 
N 16-110 

Nurse-directed outpatient obesity clinic. (Jones & Jenkins) 
N 16-74 

Outpatient surgery. (Epstein & others) S 1-80 

Satellite reduces patient waiting in outpatient pharmagy. 
(Maxfield) Je 1-97 

Selected outpatient utilization statistics: community hospitals 
1963-1972. My 16-29 
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Spatial design provides efficient emergency-outpatient depart- 
ment. -36 

Statement on ambulatory surgical and single procedure facili- 
ties: AHA. Ag 1-132 

Survey of outpatient and emergency medical records. 
(Richter) F 1-180 

Turning inpatients into outpatients: Verticare. (Willett & 
Robbins) D 1-54 

es expanding outpatient facilities. (Zielinksi & Mosher) 


P 


Paramedical personnel. See: Education and training; Personnel; 
Physician’s assistants 


Parenteral solutions. See: Intravenous therapy 


PARKING FACILITIES 
Bridging the parking problem. (Pretsch) Ag 1-95 


PATIENT RELATIONS 


3 of Hospital Rights’ issued by Denenberg. (N) 

y - 

‘Help me to help myself.’ (idea forum) D 1-12 

— ee union endorses patient bill of rights. (N) 

Tr - 

Minnesota patients’ rights law becomes effective. (N) Ag 16-17 

New York consumers press clinics to sign patients’ bill of 
rights. (N) S 1-17 

Parents need TLC, too. (Aufhauser & Lesh) Ap 16-88 

Patient rights, nursing responsibilities. Je 16-102 

Patient’s rights in the British National Health Service. 
(Graff) F 16-42 

Patients share ‘hotline’ with physicians. (idea forum) Jl 1-28 

Representative personalizes care. (Lockerby) O 1-51 

Statement on a patient’s bill of rights. F 16-41 

What constitutes abuse of patients? (Nations) D 1-51 

Workshop airs patients’ rights. (Lee & Jacobs) F 16-39 


PEDIATRIC CARE 


See also: Nurseries 

Children’s sleepwear standards. (Q/A) O 1-12 

Fantasy, colors reassure pediatric patients. Ja 16-34 

Hospital-based battered child team. (Gray) F 16-50 

Many hospitals adopting more permissive patient-family 
visiting privileges. (idea forum) N 1-14 

Mental care for children. (Hughes & Dudley) Ja 16-54 

ge patient stations facilitate pediatric intensive care. 

me — form expected to speed medical treatment. (N) 

Parents need TLC, too. (Aufhauser & Lesh) Ap 16-88 

Programmed play complements care. (Brooks) Ag 1-78 

San Francisco suit challenges parents’ right to volunteer 
children for medical experiments. (N) O 16-133 


PERSONNEL 


See also: Careers; Education and training; Human relations; 
Management engineering; Manpower, Health; Physician’s 
assistants; Unions and collective bargaining 

~— a Living Council cuts hospital pay increases. (N) F 

Dress and grooming codes. (Q/A) F 1-8 

Employees work and play together. (idea forum) Ja 1-14 

FBI alerts hospitals about escaped convict: Arthur Clarence 
Hearne. (N) Ag 1-130 

Fair play for hospital personnel. (Bernstein) My 1-111 

Four-day workweek, anyone? (Wittman & Johnson) JI 16-60 

4/40: does it raise personnel costs? (Sellars) S 1-94 

—— indicators: hospital personnel statistics, 1970-1972. 

e - 

Managing high-talent personnel. (Longest) D 16-78 

New way to rate nurse performance. (Burke & Goodale) 
D 16-62 

Personnel management: annual administrative reviews. 
(Mote) Ap 1-71 

Posting of job vacancies. (Q/A) F 16-30 

Preretirement counseling. (Conklin) N 16-86 

ae en for equal employment opportunity. (Barr & Inlow) 

-84 

Selecting pension plans. (Scarborough) S 16-96 

Small hospital implements 7-day operation. (Bush) O 16-45 

Smallpox vaccination of hospital personnel urged. (Shu) 

Staffing the emergency department. (Hannas) My 16-83 

Suit charges hospital with discriminatory employment prac- 
tices. (N) My 1-17 

Therapy program for alcoholic hospital employees. (Quigley 
& Papas) S 16-60 

To cure racism. (Rice) My 1-54 

Wages based on merit, not tenure. (Mauer & Borsini) Ja 1-90 


PERU 


Hospital serves the Andean sierra. D 16-48 


PHARMACY 


American Society of Hospital Pharmacists’ conference on 
training and accreditation. N 16-8 

American “egg of Hospital Pharmacists votes for right to 
choose. Ap 16-83 

Computer stores total drug data. (Platiau & others) Ag 16-66 
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Computerless drug use review. (Deliganis & Johnson) D 1-86 

Drug spotlight program. (DN) My 1-55 

Evaluation of drug history program. (La Verde) Ag 1-106 

FDA orders recall of International Medication Systems unit- 
dose drug systems. (N) Jl 1-19 

FDA will provide consumers with more drug information. (N) 
O 16-1 

How cost-effective are generics? (Wolfe) My 1-100; (C) 
(Blower) Jl 16-22 

et 6 gla program: survey of past experience. (Cooper) 

16-74 

Industry peer review ‘opens’ hospital. Ja 16-66 

Intravenous solution recalled by Cutter Laboratories, Inc. 
(N) Ap 16-115 

Making of a specialist. (task force report) N 1-103; correc- 
tion. D 16-76 

Medication errors reduced by unit-dose. (Schultz & others) 
Mr 16-106 

New services generate teaching role. (Beste & others) Mr 
1-141 

1973 annual meeting report: American Pharmaceutical Asso- 
ciation-American Society of Hospital Pharmacists. O 1-68 

Pharmacy: annual administrative reviews. (Black) Ap 1-153 

Pharmacy service for university health. (Kernaghan) F 1-110 

Poison prevention: pharmacists wanted. (Kernaghan) My 16- 


Radiopharmacy: a new profession. (Wolf) S 16-64 

Satellite reduces outpatient waiting. (Maxfield) Je 1-97 

Service and survey must meet standards. (Anderson) J] 1-74 

Source options in HMO pharmacy service. D 16-75 

Staff attitudes toward clinical pharmacy. (Weiblen) F 16-54 

Statement of principles involved in the use of investigational 
drugs in hospitals: reaffirmation. J] 16-144 

Unit-dose system: the successful failure. J1 16-138 


PHYSICAL THERAPY 
Administrative profiles: physical therapy. My 16-30 
Therapists show an actor the business. D 1-49 


PHYSICIAN’S ASSISTANTS 


American College of Surgeons adopts new standards for sur- 
’s assistant programs without AMA approval. (N) 


Can the military serve civilian needs? (Goldsmith) Je 16-68; 
(C) (Coleman) S 16-34; (C) (Hatch) O 16-12 

Legislation enacted to broaden Washington nurse practice act. 
(N) Ap 1-23; correction. My 16-171 

Training the family nurse practitioner. (Murray & Ross) 
N 3 


PLANNING 
See also: Construction; Decoration; Health care delivery; 
Moving 
Acoustics, function, design coordinated in auditorium. N 16-26 
Architectural resource center established in New York. (N) 
16-97 
Colorado group denied right to build hospital, files suit. (N) 
O 1-108 


Contemporary clinic or space-age fun house? Mr 16-12 

Costs predicate planning. (Tibbitts) Ap 16-49 

Design provides unconfining environment for patients, staff: 
Salem, Mass. Ag 16-28 

Extendicare denied right to build hospital, files suit: Colorado. 
(N) Ap 16-19 

Eye institute in the round: ony ae My 16-44 

Gradations of intensive care. Ap 16-46 

Long-range planning and the engineer. (Knutson) My 1-94 

Massive amounts of private financing needed for moderniza- 
tion of hospitals, seminar told. (N) Ap 1-200 

Model patient room aids planning addition. D 16-40 

Modular patient stations facilitate pediatric intensive care. 

16-32 

Morgue construction guidelines. (Q/A) Je 16-12 

Planning a nuclear medicine service. (Harris & Bennett) 
O 1-90; O 16-84 

Planning and construction. (special issue) F 1 

Spatial design provides efficient emergency-outpatient depart- 
ment. S 16-36 

Supportive, patient-centered design speeds rehabilitation. F 
16-34 

Surgical suite: plan for function, not for space. Ja 1-57 


PLANNING, AREAWIDE 


All states urged to enact planning laws. (N) N 16-112 

Baltimore hospital construction moratorium extended. (N) 
D 16-17 

Emergency medical services. (special issue) My 16 

Planning laws criticized for protecting poor homes. (N) N 
1-133 

Virginia Plan approves hospital planning rule. (N) F 16-109 


PODIATRY IN HOSPITALS 
Hospital privileges for podiatrists. (Q/A) Ja 1-10 


POISON CONTROL 
Poison prevention: pharmacists wanted. (Kernaghan) My 16- 
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POWER PLANT 


Energy crisis. (Phillips) S 16-56 


Press relations. See: Public relations 





PREVENTIVE MEDICINE 
Counseling as preventive medicine. (Benjamin & Shapiro) 
Mr 1-105 
Geet news of the good fight against sickle cell. (idea forum) 
1-34 


PRISON HOSPITALS 
Illinois prison health study spurs improvement. (N) S 16-116 


PROFESSIONAL PATIENTS 


Professional patients. Mr 1-168; Ap 1-204; Ap 16-116; My 1- 
132; Ag 16-85; S 16-118; O 1-113; N 16-112 


PROGRESSIVE PATIENT CARE 


Beyond acute, inpatient care. (ed) F 1-45 
Unit provides noriacute care. (Sutton & Creighton) O 1-46 


PROPRIETARY FACILITIES 
AHA-Federation of American Hospitals establishes mediation 
service for disputes. (N) N 16-1 
wer” group denied right to build hospital, files suit. (N) 
1-108 


Educator challenges critics of for-profit hospitals. (N) Ap 
16-113 

For-profit hospital corporations propose merger. (N) Mr 16-17; 
negotiations ended. (N) Ap 16-115 

Volunteers in for-profit institutions. (Q/A) Mr 16-40 


PROTESTANT HOSPITALS 


Hospital executive asks Protestant churches to consider leav- 
=n the hospital business. (N) Ap 16-114; (C) (Bennett) 
16-22 


PSYCHIATRIC CARE 
American Psychiatric Association approves nonmedical ad- 
ministration of centers. (N) Mr 1-167 
Bill of rights for mental patients introduced in Kansas legis- 
lature. (N) Mr 1-17 
— provides psychiatric care: New York City. (DN) Ap 
-6 


Court upholds rights of minor as voluntary mental patient. 
(N) D 16-94 

Lawsuit asks remuneration for working patients at mental 
institutions. (N) Ap 16-19 

Mental care for children. (Hughes & Dudley) Ja 16-54 

Mental health benefits under national health insurance. 
(Hall) Ja 16-55; (C) (Carty) My 16-17; (C) (Hall) S 16-34 

Minnesota to offer program in mental health management. 
(N) Jl] 16-207 

Protecting psychiatric records. (Bernstein) O 1-100 

State’s mental hospitals improve dietary operations. (Zac- 
carelli) Ja 16-84 

Suit challenges impoundment of mental health, alcoholism 
funds. (N) O 16-19 


PSYCHOLOGY, CLINICAL 


Lawsuit challenges Blue Cross-Blue Shield requirement for 
physician supervision of psychologists. (N) S 16-114 


Public hospitals. See: Government hospitals 


PUBLIC RELATIONS 
See also: Community and the hospital; Patient relations 
Consumer views: annual administrative reviews. (Cihlar) 
Ap 1-179 
Hospital PR in transition. (Riggs) O 16-70 
Multifaceted public relations role. (Porte) Ag 1-115 
Releasing patient information to news media. (Q/A) O 16-28 


PURCHASING 
See also: Contract service; Materials management 
Buying equipment for new construction. (Pratt) Ap 16-64 
Council programs group food purchasing. (Hogan) N 1-71 
a at a purchasing; a status report. (Farevaag & David) 


eg ET save $29 million through group purchasing. (N) 


How much does it really cost? (Duke) Mr 16-114 


Pharmacy: how cost-effective are generics? (Wolfe) My 1-100; 
(C) (Blower) Jl 16-22 


‘Rules of the road’ for sales reps. (McConnell) F 16-70 
Shared effects of group purchasing. (Ammer) S 16-81 


Shared food services personnel, purchasing, and production. 
(Banner) N 1-39 


Small hospital coronary care unit made possible by leasing. 
(Collins & Kelso) Ja 1-64 
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Questionnaires. See: Opinion polls 


Radio communication. See: Communication systems 


RADIOLOGY 

Administrative profiles: radiology. Mr 16-26 

Control technique cuts walking time. (Blum) S 1-86 

Planning a nuclear medicine service. (Harris & Bennett) O 
1-90; O 16-84 

Radiopharmacy: a new profession. (Wolf) S 16-64 

re system reduces waiting times. (Small & Williams) 

p 16- 

Shared radiation therapy center. (Mungerson) D 16-54 

Wage dispute prompts strike by 31 x-ray technicians: San 
Francisco. (N) My 1-134 


RATES 

See also: Ecomonic Stabilization Program; Income for hospital 
services 

Connecticut hospitals continue rate increases through court 
action. (N) D 1-17 

Hospital rate review system saves $2.5 million: Wisconsin. 
(N) D 1-17 

New York attorney general to study telephone charges to 
hospital patients. (N) D 16-97 

Rate regulation growing as tool of public policy, Massachu- 
setts rate setter tells health forum. (N) S 1-170 


Recognitions. See: Awards and recognitions 


RECREATION 
Employees work and play together. (idea forum) Ja 1-14 
Programmed play complements care. (Brooks) Ag 1-78 


Turtle Derby: Johns Hopkins Medical Institutions. (idea 
forum) Ap 1-36 


Recruitment. See: Careers; Personnel 
Regional planning. See: Planning, Areawide 


REHABILITATION 

Animation characterizes Japanese stroke hospital. (Jonas) 
Je 1-101 

a of a methadone treatment program. (Cushman) 
e 1-67 

Health care devices from space. Ag 16-40 

Reality orientation. (Phillips) J] 1-46 

Striking back at stroke. (Kisly) N 16-64 

Supportive, patient-centered design speeds rehabilitation. F 


Two steps to health care delivery to stroke patients. (idea 
forum) 1- 


Reimbursement. See: Income for hospital services 
Residents. See: Administrators; Interns and residents 


RURAL HEALTH PROGRAMS 
Alleviating needs in Appalachia. (Goedeke) My 1-40 


Ss 


SAFETY 
See also: Electrical hazards; Fire prevention and control; 
Poison control 
FDA Pe pd hospitals, MDs about phototherapy burns. (N) 
N 16-107 
Safety: annual administrative reviews. (Jones) Ap 1-101 


Waste anesthetics: threshold limit values. (C and reply) 
(Wiener & Bruce) Ja 16-12 


Salary and wage programs. See: Personnel 
Sanitation. See: Housekeeping; Infection control 


SECURITY MEASURES 
Program involves visitor control. (Morrison) O 1-86 
Service ensures protection, safety. (Byrne) O 1-82 
Training program for security officers. O 1-89 


SHARED SERVICES 
Alliance for sharing: Oklahoma. D 16-51 
Detroit ‘quadrangie.’ (O’Donovan) F 1-105 


HOSPITALS, J.A.H.A. 





Direct-to-user linen delivery? (Menzel) Ap 16-92 

Hospitals consolidate medical services: Detroit. (Bastnagel & 
others) Jl 1-53 

Kellogg’s role in fostering shared services. (DeVries) F 1-86 

Medical staffs merge. (Robinson) F 16-60 

Mergers and shared services: annual administrative reviews. 
(Starkweather) Ap 1-67 

Public-private consortium. (Musser) Ag 16-35 

Shared effects of group purchasing. (Ammer) S 16-81 

Shared food services. (special issue) N 1 

Shared nursing training becomes a reality. (Rode) Mr 1-149 

Shared radiation therapy center. (Mungerson) D 16-54 

Shared services—complex, but rewarding. (Cook) F 1-81 

Should your hospital join a shared laundry? (Kretschmar & 
Furst) Jl 16-174 

a aa hospitals form shared service laundry. (N) My 


SOCIAL SECURITY 


Informing eligible patients of Social Security disability bene- 
fits. (ed) Ja 1-31 


SOCIAL WORK 


Social services. (Q/A) S 16-12 
— worker's role in the emergency room. (Bennett) My 


Supervision of social work services. (Q/A) D 16-12 


STATE ASSOCIATIONS 
State hospital associations memberships grow since 1969, AHA 
survey reports. (N) Jl 1-99 
Statement on membership in hospital associations. F 16-112 


STATISTICS 
HAS administrative profiles: regular feature in alternate is- 
sues beginning Ja 16 
Hospital indicators: regular feature in alternate issues begin- 
ning Ja 


Sterilization. See: Infection control 

Sterilization, Human. See: Medicomoral problems 
Strikes. See: Unions and collective bargaining 
Stroke patients. See: Cardiac care 


SURGERY 
See also: Anesthesia 
Administrative profiles: the surgical suite. S 16-32 


American College of Surgeons adopts new standards for sur- 
—* assistant programs without AMA approval. (N) O 


ety hospital statistics, surgical operations: 1964-1972. 


Computerize the log. (Cresto & Devor) Jl 1-58 

oe ~ linen versus disposable O.R. packs. (Badner & others) 

Drill prepares operating room for fire emergency. (Nagel & 
others) Ag 1-99 

Operating room nurse: monitor of surgical care? Je 1-90 

Outpatient surgery. (Epstein & others) S 1-80 

“ae for heart surgery end for 5 N.Y. hospitals. (N) 


Plan surgical suite for function, not for space. Ja 1-57 
Statement on ambulatory surgical and single procedure facili- 


ties: AHA. Ag 1-132 
SWEDEN 
Art, design create surprising hospital environment: Huddinge 
University Hospital, Stockholm. Jl 16-28 
SYRINGES AND NEEDLES 
FDA recalls needle units. (N) Ja 1-17 


Systems engineering. See: Management engineering 


T 


TAXATION 


Hospitals and tax exemptions. (Bernstein) Je 1-118 

Hospitals, physicians, and income taxes. (Bernstein) Ap 1-186 

Internal Revenue Service — <r paid administrative 
residents are taxable. (N) Jl 16-17 

Suit challenges tax status of 12 Oklahoma hospitals. (N) Ag 
16-86; suit withdrawn. S 16-23 

Tax-exempt status of Missouri’s not-for-profit hospitals up- 
held. (N) Ja 16-17 
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Teaching function. See: Education and training; Health educa- 
tion; Interns and residents; Medical education; Nursing edu- 
cation 


Telephone. See: Communication systems 


TELEVISION 

AMA announces participation in television series on health. 
(N) My 1-132 

AMA files complaint over NBC documentary. (N) Je 16-131; 
NBC offers the AMA 15 minutes broadcast time. (N) S 1- 
re -_" Dr. Roth responds to NBC documentary. (N) 

-118 
Closed-circuit TV links Dallas school, hospitals. (N) My 16-174 
— Hopkins staff creates health care scripts for TV. (DN) 

r 


Room with a good view: suspended television rig. (idea 
forum) Ap 1-36 
TV chapel reaches more patients. (Long) Ja 1-96 


Tornadoes. See: Disaster service 
Training programs. See: Education and training 
Transfusions, See: Blood and plasma banks 


TRANSIENT CARE 
Health of migratory workers rated lowest in nation. (N) 
N 1-132 


TRANSPORTATION OF PATIENTS 
Transportation service for inpatients. (DN) Je 1-53 


TRENDS 
Hospitals and state governments: a conversation. (Snoke) 
Jl 16-64 
Medical records: trends indicate expanded administrative 
roles. (Kingsbury) Ja 16-74; (C) (Manes) Ap 16-40; (C) 


Trustees. See: Governing board 
(Ruopp) My 16-17 


Uniforms. See: Laundry and linen 


UNIONS AND COLLECTIVE BARGAINING 


AMA trustees oppose physician unions. (N) Je 1-17 

American Nurses’ Association’s collective bargaining efforts 
aim at quality care. (N) D 16-17 

Contract agreement reached, Milwaukee strike ends. (N) 
F 1-178 

Hospital wages termed ‘no longer substandard’ at public hear- 
ing in New York City. (N) N 16-113 

Hospitals and labor laws. (Bernstein) D 1-110 

Interns and residents ruled employees by Michigan court. (N) 
Mr 16-132 

Living with a contract. (Fleishman) N 16-51 

ex contract ratified at Sinai Hospital of Baltimore. (N) 

-176 


Nurses strike Ingalls Memorial Hospital, Harvey, Ill. (N) 
Mr 1-168; original contract offer accepted. (N) Ap 1-205 


Preparations for a potential strike. (Folker & Pomrinse) 
S 16-51 


Union strikes New York City — facilities; action on wage 
increase ends dispute. (N) D 1-119 

Vulnerable and outbid: increasing unionization can be ex- 
pected. (Milliken & Milliken) O 16-56 

Wage dispute prompts strike by 31 x-ray technicians: San 
Francisco. (N) My 1-134 

Wage increases approved by Johns Hopkins workers. (N) 
Ja 1-112 


UTILIZATION 
(N) D 1-120 
AHA research eee: hospital emergency department ac- 
tivity. S 16-121 
Hospital indicators: regular feature in alternate issues begin- 
ning Ja 16 
—— predicts decrease in emergency department use. (N) 
1-100 


Reduce paper, increase cash flow. (C) (Hamburg) Jl 16-22 

San Francisco medical group to undertake PSRO project. 
(N) D 1-120 

65 and over utilization. N 16-21 

St sere projected for Blue Cross review program. (N) 


Small hospital implements 7-day operation. (Bush) O 16-45 


Statewide hospital utilization review program set for Mary- 
land. (N) Ap 1-23 
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Utilization monitoring: is it just ... (Meyers & Rogatz) Mr 
16-32; filling up expensive space? (Match) Mr 16-38 


Utilization: seasonally adjusted. O 16-37 


Vv 


VISITORS 
Many hospitals adopting more a ie ie patient-family 
visiting privileges. (idea forum) 1-14 
Restricting access to patients. (Q/A) Mr 16-40 
Security program involves visitor control. (Morrison) O 1-86 


VOLUNTEER SERVICES 
See also: Auxiliaries 
Auxiliaries and volunteer services: annual administrative re- 
views. (Squire) Ap 1-167 
National Guard serves hospital. S 1-61 


Volunteer professionals. (Q/A) Ja 16-32 
Volunteers in for-profit institutions. (Q/A) Mr 16-40 


Ww 


WATER 
Miami Beach hospitals act promptly in water crisis. (N) 
Ap 1-23 


WHEELCHAIRS AND WALKING DEVICES 


New wheelchair for quadriplegics. (DN) Ap 16-53 
‘Wheelchair Decor’ contest is huge success. S 16-55 


X 


X-rays. See: Radiology 





installation and administration 
of suggestion plans. 


Personnel relations are an important part of the job of the administrator, and 
an effective suggestion plan is a sound way to improve personnel relations. 
In this newly revised 22-page booklet from the AHA, the benefits, philosopy, 
rules, and mechanics of suggestion plans are covered in detail. In addition, 
one section covers methods of promoting a suggestion plan among employees. 


This pamphlet is an important addition to your reference library. It tells you 
not only how to implement a suggestion plan but why hospitals across the 
country are finding them valuable. 





INSTALLATION AND ADMINISTRATION OF SUGGESTION PLANS (1971 Rev.). 
Order from Order Control Department. American Hospital Association, 
840 North Lake Shore Drive, Chicago, Illinois 60611. 1971. $2.50. 
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feature in alternate issues beginning Ja 1 
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